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THE DIRECTOR OF 
CENTRAL INTELLIGENCE 


- National Intelligence Officers 


STATINTL 
STATINTL 


STATINTL 


I thought the Director might be 
interested in this cable. It was 
sent today, 24 August at 
noon by immediate precedence. 


| Attachment: 
Cable 


24 August 1977 -+ 
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